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E.O. 11652: GDS 
TAGS: MARR, OCLR, XX 

SUBJECT: NUCLEAR POWERED WARSHIPS (NPW) FOREIGN COUNTRY 
VISIT PROCEDURES 

REF: A) STATE 0421 13 
B) THE HAGUE 5831 

1. EMBASSY APPRECIATES RECEIPT GUIDANCE CONTAINED 

REF A, WHICH PROVIDES OCCASION FOR AGAIN CALLING ATTENTION 
OF THOSE CONCERNED TO EMBASSY'S REPORT ON DUTCH AVERSION 
TO APPLICATION OF NUCLEAR POWER FOR BOTH MILITARY AND 
CIVILAIN PURPOSES (REFB. B). 

2. TO BEST OF OUR KNOWLEDGE NO US NAVY NPW'S HAVE VISITED 
DUTCH PORTS, BUT FOR EMBASSY'S OWN INFORMATION WE WOULD 
APPRECIATE ADVICE ON THIS POINT. 
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